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BILL NO. S-74^03-^7'7 

SPECIAL ORDINANCE NO. s- 

AN ORDINANCE approving contracts for purchase 
of rolling stock equipment for Water Construction 
and Water Pollution Control Maintenance Departments. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 


SECTION 1. Certain contracts between the City of Fort Wayne, by 
and through its Mayor and the Board of Public Works, as follows: 


INDUSTRIAL TRACTOR & EQUIPMENT - City Utilities P.O. 5474 

1 - Case Loader Backhoe $ 15,880.00 

ALLEN COUNTY MOTORS - City Utilities P.O. 5419 

2 - 4 Dr. Station Wagons 8,831.30 

ALLEN COUNTY MOTORES - City Utilities P.O. 5476 

1 - 3/4 T Pick Up Truck 3,760.00 

HEFNER CHEVROLET - City Utilities P.O. 5453 

2 - 1-1/2 Cab & Chassis Trucks 7,079.74 

ALLEN COUNTY MOTORS - City Utilities P.O. 5477 

1 - Ford F-350 3,865.00 


TRUCK TRANSPORT EQUIP. CO. - City Utilities 

P.o. 5454 


2 - Dump Bodes for GVW Trucks 2,183.28 

ERNST TRUCK EQUIPMENT - City Utilities P.O. 5478 

1 - Valve Truck Util. Body 2,025.00 

HEFNER CHEVROLET - City Utilities P.O. 5480 

1 - New Utility Truck 2,853.60 

HEFNER CHEVROLET - City Utilities P.O. 5479 

1 - 3/4 T Pickup Truck 4,650.25 

DELPHI - City Utilities P.O. 5487 

1 - Crew Cab Body 6,896.00 

DUTHLER FORD CO. - City Utilities P.O. 5527 

1-2 Ton Cab & Chassis Truck 4,618.37 


Total cost to Water Utility $44,548.22 

Total cost to Sewer Utility 18,094.32 


all as more particularly set forth in said City Utilities Purchase Orders, which 
are on file in the Office of the Board of Public Works, and are by reference 
incorporated herein, made a part hereof and are hereby in all things ratified, 
confirmed and approved. 



APPROVED AS TO FORM 
AND LEGALITY, 
CM 










seconded by- 


Read the first time in full and on motion by 

_, and duly adopted, read the second time by title and referred 


to the Co mmi ttee on 


_(a£d tne city flan 


Coimid>si^nr^oT-T^tJOTmendabIon)^n3rTu5ITcnfeiHng^bo^be - heT3~aI^teruiu®--iegal notice, 
"at thelCouncii. Chambers, City-County Building, Fort Wayne, Indiana," 
the 


_day of __ 

o—el^e^^-PrMTjE-TS^l^ 

Date:__ /' 


Read the third time in full and on motion by 
seconded by_ 



and duly adopted, placed on its passage. 


Passed (LOSE) by the following vote: 

AYES t- • NAYS £ 

BURNS ^ 


HINGA 
KRAUS 
MOSES 
■ MJCKOLS 
SCHMIDT, D. 
SCHMIDT, V. 
ST’IER 
TALARICO 
DATE: 



CITY CLERK" 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (-genang- F^^ (A mt e x arfeien)—(Special) 


Ordinance 


(Resolurtrixrar) No., 


on the <a^5--^d ay ofl ^ , 1970 

ATTEST: (SEAL) 



CITY CLERK 

. - u ' “»'»'■ ,1 

Presented by me to the Mayor of the City of Font Wayne, ojj tfcsL 

— 

day of ^ 197 ^ at ohe^larnpl? ■^ ^^ LgIocL 

M.,E.S.T. 


Approved and signed by me this 

3:od , ^ 

<=^ o’clock 1 • 


at the hour of 
















































































S-75-03-27 


We, your Committee on 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
City Utilities _ to whom was referred an Ordinance 


approving contracts for purchase of rolling stock equipment for Water 
Construction and Water Pollution Control Maintenance Departments 


-f 

4 































THE CITY OF FORT WAYNE 

board of public works 


CI-/UL 



October 15, 1974 


The Common Council 
Fort Wayne, Indiana 

Gentlemen and Mrs. Schmidt: 


Due to deterioration and/or obsolescence of various pieces of equipment in the 
Water Construction and Water Pollution Control Maintenance Departments, it was 
deemed advisable to replace them. This is in connection with the upgrading of 
rolling stock in the Utilities. 

Since much of this equipment is available for delivery and due to need for 
cutting repair costs, the Board requests "Prior Approval" of the purchases. 

Total cost to Water Utility $44,548.22 

Total cost to Sewer Utility 18,094.32 


Special Ordinances will be prepared and forwarded to the Council for formal 
approval. 


JDB:tg 


tear WAYNE, 1ND. 'N 

[? s l e m 

LI OCT 17 1974 zJ 

CHARLES W. WESTERMAN 

V CITY CLERK 7 






MEMBERS OF THE COMMON COUNCIL 
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DEPARTMENT OF PURCHASES 
ROOM 950 CITY—COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE „ INDIANA 46802 


Tnis nunbtc must 3ppear on each p 
age. packing siip, invoice, bill of Ia< 
’•*» receipt and correspondence. 

' :L9 .I 4 . 
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Alien County Motors 
500 W* Main St. 

Ft. Wayne, Indiana 



m 

Ji - 


L_ 


SHIP TO - 


V/PC Maint. 

445 E. Wallace St. 
Ft. Wayne, Indiana 


' MAIL ALL INV^ |lffir 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA. STATE BOARD OF ACCOUNTS 


OUANTITV 

oocmmoN 



2 

4 Door Standard Size Station Wagons per 
attached sheets. 




Vendor*s Stock Numbers CI3I5 & ;CI365 




Per Quote # 670 

Delivery: From Stock 




SUBJECT TO COUNCILMAN 1C APPROVAL 
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c--.r : i i: >• - - 


-'crur':' 




: ''t 






£h* rt ' ■ 




ATD/Ie 

/\ 



8,831. 50 
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DEPARTMENT OF PURCHASES 
ROOM 950 CITY—COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 


each i 
l o t lad»r 

express receipt and correspondence. 


r 


Hefner Chevrolet 
500 E. State St. 

Ft. Wayne, Indiana. 


SHIP TO - 



WPC Malnt. 

445 E. Wallace St. 
Ft. Wayne, Indiana 


MAIL ALL INVOICES TO - 
CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY- COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE. INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS' 




l£ Ton Cab & Chassis Trucks per specs. 


7,079 


Per Quote # 672 
Cash Net 

Delivery: 60 Days A.R.0. 


SUBJECT TO COUNCI LMAN IC APPROVAL 
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Send all ir 
4th 


TTEf 


ATD/!e 


Fort 
Show P. 
and Invo 


voices tc 
r ioor, Cit> 
1 E. hi 
Wayn; 
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General 
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idfana 46 
?r on 


. Accounting 
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Packii 
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tng Slip 
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department of purchases 

ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT V/AYNE , INDIANA 46802 


Toij tnuit appear on each pacii 

age. pacxing slip, invoice, bill of lading 
express receipt and correspondence. 

uas.4 


r 


!_ 


Truck Transport Equipment Co. 
2500 Coliseum BJvd. West 
Ft. Wayne, Indiana 



SHIP 


WPC Mai nr. 

445 E. Wallace St. 
Ft. Wayne, Indiana 


MAIL ALL INVOKES TO- 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION' AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Dupp Bodies for 10,000 # GVW Trucks per 
specs. 


Per Quote # 673 
De I ivery: On Hand 


SUBJECT TO C0UNCILMANIC APPROVAL 


AT 


Send ail Invol 
4th Flopi 


Fort V. 
Show P. O. 
and Invoice. 


ENT 


;es to Gi 
jr, City-C 
L E. Main 
.'jayne, Ind; 
Number 
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iqneral Acebunting 
junty Bid ;. 

St. 

ana 4680 s 
Dn Packing 


2,183 
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5 Slip 


- PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE a 2 % CASH/CXSCO’JNT VAIL BE TAKEf^^. 
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DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDIN< 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 


T - ’' wmtw mu it ago*** on each pac' ; 
ass. packing siip. invoice, b’.!» of lading 
receipt and correspondence. 


r 


Industrial Tractor & Equipment 
4809 Industrial Road 
^ Ft. Wayne, Indiana 


Water Construction 
Sherman & Pape 
Ft» Wayne,Indiana 



MAIL ALL INVOICES TO~ 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY- COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


CCase) Loader Backhoe C#580 B) Per Specs 

Delivery: October 30,. 1974 or sooner 
Net-30 Days 

Per Quote # 669 

SUBJECT TO COUNCILMAHtC APPROVAL 


15,880. 00 


ATD/Ie #3694 


j aj* \n'-' clC 
Sen d floe 

Fort'W 

Show p ‘ 2 

and 


U'- 1 1 * «\’ACi 


u- xo ^ 

- Gvty-w 

£. tA®*!. 

flUTO* 33 * 
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on Pa= tat l 




iOTE TERMS Or PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH SiSCOUNT Will BE TAKEN 
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€BTY im&mES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r on each paci 
l. bill of ladinj 
wpondence. 


r 


Allen County Motors 
500 West Main Street 
Fort Wayne, Indiana 


SHIP TO — 



Water Construction 
Sherman & Pape St, 
Fort Wayne, Indiana 


MAIL ALL INVOICES TO- 
CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE.-INCLUDING- 
CERTIFICATION AS REQUIRED BY - 
INDIANA STATE BOARD OF ACCOUNTS 


3/4 Ton Pick-Up Truck 


X33E£BX 

$3,760 


Per Quote #671 
Delivery: 30 Days 


ATI 


NT! ON! 


SUBJECT TO COUNCILMAN 1C APPROVAL 


Send £ 


Show 

and 


Invoice 
ift Floor, 
1 

Fort Wayi 
P. O. N 
1 nvoics. 


to Gene 
City-Cou; 
.. Main Si t 
e, Indians 
dmbsr on 


•a! Accou 
ty Bldg. 


46802 

Packing 


ATD/bn #3695 


\ 


fiting 




Or PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHER'.*/' 
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cars? lymarass 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 


This numbw must appear on each p 
ags. packing slip, invoice. bill of lad 
express receipt and correspondence. 


r 


L_ 


Allen County Motors 
500 W, Main St, 

Fort Wayne, Indiana 



' MAH ALL IN^.C^ lu T Tftr 


SHIP TO — 


Water Construction 
Sherman & Pape St, 
Fort Wayne, Indiana 




GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET- 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Ford F350 

Per Quote #678 

Delivery: 45 Days or less. 


-$3,865 JOO 


SUBJECT TO C0UNCILMANN1C APPROVAL 


Send an Invcl 
4th Flo 


ATTENTION! 


to G 
3 r, City-C 
E. Main 
yne, Indi 


Fort W 
Show P. O. Mumbai* 


tn^ral Accounting 
aunty Bld'g- 
St. ( 
ana 4680*2 
do Packing Slip 
























(^Lllf\y (ii)LP LPUliutiii ^u^ii/uuis, 

€2TY UTBSLBTBE5 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 


r 

l 

Ernst Truck Equipment 

2727 McDonald St. 

ol 

gl 

Fort Wayne, Indiana 

L 

J 



SHIP TO — 


Water Construction 
Sherman & Pape St. 
Fort Wayne, Indiana 


AU 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE. INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Valve truck Utility Body Equal to Delphi Serial 
#5799 per m Dwg Cl0503 


Items #25 and 26 not to exceed S480.00. 
Per Mr. Kenneth Ernst. 


Per Quote #678 

Delivery: 30 Days 

F.O.B.: 8 Fort Wayne, Indiana 

Net 10 days approx. 


SUBJECT TO C0UNC!LMANN!C APPROVAL 


Send a’J 
4th 

For! 
Show P- 
and 


ATD/bn #3696 




$2,025 


ATTENTION! 

!r voi 


:es to 
Floor, Cit 
1 E. h 
Way ns, 
O. Mum: 


General ^cccuntinsj 
'-County B!dg. 
ain St. ] 
ndiana 45802 
r on Packing Slip 


TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWIS^A, 




































PURCHASE ORDER NO. 


Vi?Li u U VJJU U'MJ^UUU UUWUliUto 

€BTY y K maTiES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 




Tm* number must appear 0’ 
ags. packing slip, invoice, b 
express receipt ana correspt 

p^t c September 30: I9?d 


r 

Hefner Chevrolet 

n 

Tm 

/ o y. 


500 East State St, 

Fort Wayne, Indiana 


li 


L_ 



rd ° 



SHIP TO¬ 


MA!!. ALL 


INVOICES TO- 

CITY UTILITIES 


Water Construction 
Sherman & Pape St, 
Fort Wayne, Indiana 


GENERAL ACCOUNTING 
4th FLOOR CITY— COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 
























(gflirw CIDLF LFUULmU WI^MUuiS, 

. SBTY UTiBLITJES 


PURCHASE OROSR NO. 


department of purchases 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 


This number must appear or* each p 
aga. packing slip, invoice, bill of lad 
express receipt and correspondence. 

/l^hpr '/? 1Q7£ 


r 


L. 


Delphi 
P.0. Box 30 
Delphi, Indiana 



SHIP TO- 


Water Construction 
Sherman & Papa St, 
Fort Wayne, Indiana 


MAIL ALL INV^IC^^- 

GENERAL ACCOUNTING 
4»h FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA' STATE BOARD OF ACCOUNTS 


DC9CMIPTIOM 


Crew Cab Body 


Delete Items #19 and #37, 

#12 will be adaptable to 4 speed standard transmi 


Phone Quote per: Theron Davis. (10-1—74) 


Per Quote #677 


Delivery: Approx. 100 days 
F.O.B.: Fort Wayne, Indiana 
Net: 10 days 


SUBJECT TO C0UNCI LMANNIC APPROVAL 


AT 

Send si: Invc 


TEN 


ices to G 
4th Fk>or, City-County Bldg, 
i E. Main St 

Fort Vyayne, Inqiana 468Q2 


Show P. Oj Number 
and Invoice. 


ATD/bn #3697 


7,566. 
- 670. 


$6,896. >0 


ION ! 

eneral Accounting 


on Packing Slip 



TERMS Of PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE, 


REVERSE SIOE 
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7 y S8TTT .OVSiSTSES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 

r 

Du+hler Ford 
320 West Coliseum Blvd. 

Fort Wayne, indlana 

L J 



CWJGiNAl P '7 

PUSCHASS C??OS» NO.- - - -*? 1 

T.-rSj numbs*- must appear on rich pa< 
1 ag». caching slip, invoics. bill ol !a<Si< 

express receipt and correspondence. 

no.T r October I0 f IQ7A 


SHIP 


TO — 


Water Construction 
Sherman & Pape St. 
Fort Wayne, Indiana 


MAIL ALL INVOICES TO- 
CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY- COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 





*EV£«SE SIDE 
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€nr UVB&mES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 

Hefner Chevrolet 
500 East State Blvd. 

Fort Wayne, Indiana 


ORIGINAL- 

PURCHASE ORDER NO. . 


L_ 


numbee must apoor oi 
»sa. paclcin* slip, invoie®, t 
express receipt am* corrwp< 

3JZ.3&Z 197 A 



SHIP TO 


MAIL ALL INVOICES TO - 

CITY UTILITIES 


Three Rivers Filtration Plant 
Griswold Drive 
Fort Wayne, Indiana 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY ' 
INDIANA STATE BOARD OF ACCOUNTS 




























DIGEST SHEET 


TITLE OF ORDINANCE _ Special 




DEPARTMENT REQUESTING ORDINANCE 


Board of Public Works 


o TNOPSIS OF ORDINANC E Ordinance covers purchase of rolling stock by City __ 

Utilities for Filtration Plant, Water Construction and Water- Pollution Control Maintenan ce 

•Departments as follows: ' .” ' 


P-0. 5474 _ $15,880."00 ", {!) Case Loader BadkHoe f - •' Industrial Tractor -&' Equ'ipm aiil 

5419 $ 8,831.30 • (2) ,.4-dr. Station Wagons Allen County-Motors .-•'. . 

_ 5476 _ $ 3,760 00 (1) 3/4 T Pick-Up Truck ' Allen County Motors Co.' ~ 1 

5453 . $ 7V079V74. X-2). .l%‘_.T.Cab & Chassis Trucks. ' Hefner .ChevV-. Company- -._^- .r 

_ 5477 - $ 3;B65.00 (i) 'Ford F-350 -' ' Allen County Motors Co. 

5454. .-’$_ 2,183.28 - AjC?)'"Dump .Bodies'for*vGVW : -lr'ucks'-Ttuck r-j 

_ 5478 $ 2,025.00 • "(1) Valve Truck Util; Body ~ Ernst'-Truck Equipment 

5480 . $ 2,853.60 Xl) New'-Utility Truck*.*• Hefner-Chevrolet''.Company v- : 

-5479- i 4- L 65.Q^25..(TV 3/4 T Pickup Truck "' - • 'Hefner Chevt ;~Cbmbar>v ' 


* 5487$ 6,896.00 (1) Crew Cab Body Delphi 


5527 • $ 4,618,37 (!) .2 T Cab & Chassis Truck Duthler'Ford ~Co-' 

' "SEE PRIOR APPROVAL ATTACHED" . ' ; - . - 

shit If EOT OF PASSAGE Replacement of. deteriorated equipment " ' 


E- J? hjCT OF NON-PASSAG E Failure to upgrade equipment 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) water utility Cost 
$44,548.22; Sewer Utility Cost $18.094.32 • ■ ' ~ ~ ' 


ASSIGNED TO COMMITTEE ) 









































